TOWN OF ARLINGTON 
DEPARTMENT OF PUBLIC WORKS 


51 GROVE STREET 
ARLINGTON, MA 02476 





Phone: 781-316-3320 
Engineering Division Fax: 781-316-3281 





Last Update: June 7, 2021 


2021 WATER MAIN CONSTRUCTION 
PROJECT UPDATES 


Update #1: June 7, 2021 


The Town’s contractor, GTA Co., Inc., has begun mobilizing to Town for the start of project 
work. GTA will begin work in the Blossom/Newland/Oakledge neighborhood in early to mid- 
June and then proceed to the Brattle Street area later in the summer. Initial work will include the 
setup of temporary water mains (including the connection of temporary services to each 
building) and exploratory excavations. Please note that the contractor will require access to the 
basement of each building in order to complete the connection of temporary water services. 
Basement access should take no longer than 15 minutes and the contractor is expected to adhere 
to all applicable COVID-19 regulations. Main replacement will begin once all buildings are 
connected to temporary water main. 


